PLATE 37.

SHEEP SHEARING.

Signed and dated 1849.

Oil on panel, 1(H in. x 15 in.

Ex Co//. Joseph H. Netuefold, 1882.

Ex/lib. Glasgow, 1901; Nottingham, 1910-12.

In the City of Birmingham Museum and Art Gallery.

A water-colour version of this picture is in the British Museum.

One of Cox's most firmly painted oils, this avoids the 'woplli-
ness' of his less successful essays in a, to him, difficult medium.